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ЫН Happy Christmas Пац, SSS 
everybody! Isn't it great? 
4 Oh, | Forgot. You're not 
© here yet. Sorry! | just 
couldn't wait, so I've 
hopped forward in time. 
The look on your face 
when you opened that 
present! Priceless. 


In Fact, I'm going to go 
and do it all again, right 
now. See you there! 


Episode: 


[3 СЧ The Wedding of River Song | 
xciting new esting of мег | 
PAGE episode news! 3 : 
Ten terrific FN, 
E مسد‎ е! 2, But the skulls are (νεα 3 
nastier than he is! | cheer ed 
5 k k when they chomped him up 
neak pee 
PAGE X dni 
mas poster! LE 
Adventure 
PAGE Game action! 


What scene would you like to 


MONSTER WATCH! == 


www.dwamag.com dwa@bbc.com 
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GERONIMO 


m 
coming 
to Cardiff! 


EV GWRIHESE SI 


ص 


Doctor Who fans will get the 3 3 


chance to meet and ١ 
: at ! 


the first ever ru 
in March | 
1 


and lots of other 
“It's that the first 
. -official convention is being : 
geld in Cardiff - 


„Matt tells 


next year! The very special 
event at the Millennium 
Centre in Cardiff also 
promises 


us. “I'm 


to seeing the 
fans there!” - 


dw 


wconvention.com 


w 


Played by Arthur Darvill | Played by Alex Kingston 
The Doctor's other best pal ^ She's Amy and Rory's 
- he's married to Amy! daughter, grown up! 


Played by Matt Smith Played by Karen Gillan 
He travels through time and Тһе Doctor's brave and 
space fighting monsters! brilliant best friend! 
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— ل‎ 


The Doctor Who production team 
has revealed the name of this year's what that 
festive episode - and it might just 


Do you like 
my winter 
wardrobe? 


i be the longest Doctor Who title ever! all about! 
A Called The Doctor, The Widow and — 1 
The Wardrobe, the hour-long : 
е adventure will Бе shown оп Watching out 


Christmas Day, and is just as omy for Robot 


and Christmassy τ 
as its name suggests! С Santas! 
We can't wait to see it! ١ 0 
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SEE IT ۵۱ DEY 


IN DIGITAL 3D AND IMAX 3D 
ALSO IN 2D IN SELECTED THEATRES 


> 


A TARDIS to 
match where it lands. The Doctor's 
ship looks like an old police box 
because it materialised on Earth 
in the early 1960s - and 


White House 


missile attack 


Although the police box disguise 


has altered slightly over the years, 


the Sixth Doctor's meddling once 
made his ship look like an ; 
a huge and an ! 


forever 


the Doctor doesn't know about 


According to the Tenth Doctor, the 
Time Lords didn't build TARDISes, 

! But with just one 
left in the universe, it's unlikely 
we'll ever find out 


THE TRRDIS 
- HONEST! 


۶۱۱۷ S UE 140 


inside the ship 


you might never get out 


The Doctor isn't bad at piloting the 
TARDIS, but when he first started 
out he was ! Idris 
reminded him the TARDIS always 
took him a 


was blocked 


saved them from destruction 


When the Doctor was killed in 
an alternative reality, the TARDIS 

. Luckily, it had 
enough power to send Donna Noble 
back in time and 


own TARDIS 


self-destruct 


t THE DOCTOR 
ЙҮ ΠΤ JDOETO 


1Down "Though 
м personally he likes 

to be called بل‎ 
Dark Lord of All.” 


a’ 
2 Down “| can produce 
magnificent quantities 


fluid.” 


— 


of 


4 Across “Stupid 
Doctor! Ow! 
George is a — 
Of course he is!" 


A Down "Just how 
much is that 
worth to you, man?" 


ы 


5 Across "I am certain 
- 100% certain - that we 
out. Trust 


6 Down "Time and Dimension 
In Space. Yes, that's it. Names are 
funny. It's me. I'm the TARDIS." 


7 Down “Purchased 
on Earth, perfectly 

ordinary stationery, 
blue.” 


š | can work this 
me, I'm the 2 


_ NM ! 
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` 
THERE'S A QUOTE FROM EVERY STORY IN 5 


F - WORK QUT THE MISSING 


Were you 
paying attention? 
т sure you 

Қы меге! 


فا 


yn “| really am 


just a іп а box” 


"They don't 
know you're alien. Their 
will kill you." 


11 Across "You 
shot it! You shot 
my TARDIS! You 
shot the y 


= o 
~~ 


“On the fields 3 Across “| needed enough 
of Trenzalore, at the information to block the 


of the Eleventh.” signal to the as 


« Ὁ 
B 5 E — 2 З E 
NC) „Роп you Not when it's Ҹ e 1 
n just love a js ۲ 
۳ roaring fire Л / 
at Christmas, ۹ inkle! 4 1 me 


dearie? 4 | و‎ О 


۲۳۳۰۰3 GENERAL MEADQUARTERS. 


We find 
jobs for WA 
unemployed 

< monsters! 


engage my nose 
hose, then... 


not to catch 
١ a cold from 


۳ — Ma ی‎ — 
Oh, don't fret, - -- τ — میب‎ 
/ petal! Christmas is 
| atime of goodwill 

fo all men - and 

10 robot old ladies! 

۲۱۱ just make a few 

^ calis. 


As good 
, as new? All ۲ 
our decorations 
have gone 
up in smoke! 
Christmas is 


" everyone! Silent 
با‎ ruined! A y 
کے‎ 


night... Oh, ἵνα 
Ч Ἢ forgotten the / 
helping all these words... 2 
| monsters in the past, the 
least they could offer 


---------ᾳ Well, after 


[ 
was their Christmas 


d VEMM қ presence! \ 
| should never — 
4 
/ 2 


have doubted 
you, Mrs т! 4 


mt uu C 
UL ی‎ THE DUCTOR, 


THURSDAY 


iPOD TOUCH |, 


‘The iPod Touch doesn't just play music, it also lets you 
download all sorts of cool apps and games for fun on 


the go! One lucky winner will get an iPod Touch. 
What is River's last name? 


{= 


[| B Tune 


I chance to win! 

Win code: 5031 

Email: 5031@dwacomps.co.uk 

Text COMP ۵۷۷۸۵۸5031 + either A or B to 81707 
Closing date: midnight on 9 December 2011 


competition, you promise to us that you have read these rules and that you wi 
random from all of the right answers that we receive. 6. One entry per housel 


r 
WIN PRIZES EVERY DAVII FOR SE 
| SONIC SCREWDRIVER | 


With over 80 possible 
combinations, you can put 
κα parts of three 
sonic screwdrivers to 
create your very own trusty 
gadget! Two lucky winners 
will each get a Personalise 
Your Sonic Screwdriver set. 


The Judoon are a... 


A Galactic ballet squad 
" В Galactic police force 


2 chances to win! 

Win code: 5032 

Email: 5032@dwacomps.co.uk 
Text COMP DWAS5032 + either A or B to 81707 
Closing date: midnight on 10 December 2011 


Create a brilliant 3-D 
puzzle with the Doctor Who 
puzzleball*. It has 108 pieces | 
and features some of the 
Doctor's greatest enemies, 
including Daleks and Silurians. 
Ten lucky winners will each 
get a Doctor Who puzzleball^. 


| | А Fish fingers and custard 


Lu В Yogurt and beans 


10 chances to win! 

Win code: 5033 

Email: 5033@dwacomps.co.uk 

Text COMP 9۷۷۵5033 + either A or B to 81707 

Closing date: midnight on n December Жы. 
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What does the Doctor love to eat? 


LOSING DATES: CHECK EACH COMP FOR THE CLOSING DATE! 


TTT و‎ refer to individual competitions. 1. You can enter if you live In England, Wales, Scotland, Northern Ireland or the Channel Islands, unless 
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never seen 
À so much cool 
TUESDAY stuff! * 
и 


Doctor Who Character Building Micro Figures 
Series 2 д 


scenes info, in-depth - z Thirty-six winners 
ws with the cast, crew figure 
and extra stories. 
will each 


get this cool E «Ἡ 
What do Daleks 2057 
shout? 


А 
в 


es to win! Ani | 36 chances to win! 


yc 


۱ E 
Doctor Who Series 6 box set 
One lucky winner mr Tm WHO 
box set DVD player. ® THE COMPLET SIXTH SERIES о 
What time was the world stuck at in сіоғу set. 
The Wedding of River Song? ч | Where are 
Sli 2 
A | | "Y Slitheen from? 


B 


I chance to win! 


chances to win! 
code: 5037 


τι өтілі D 


planet Voga drifts into our solar 
system and becomes a moon of 
Jupiter. The Cybermen try to destroy 
the planet, because it is rich in gold, 
which is deadly to them! 


aturn currently has 
amoon called Titan 
- but the Doctor 
will blow it up in 
the year 5000! 


SS00: Mercury: NASA/Johns Hopkins University Applied Physics Laboratory Cantz Institution of Washington; Venus, NASA/ JPL/USGS: Earth: NASA/JPL Johns, 
اس کک‎ Αλλος Satura- МАСА ІРІ /Слаға Science institute: Uranus and Nestane: NASA/ JPL. 


‘LESTIAL В 


(DALEKS! 


tried to invade Venus, which has 
seas made of metal! The Doctor 
knows Venusian martial arts, 
and lots of Venusian lullabies! 


Earth was created by rock 
forming around a Racnoss ship, billions of 
years ago. It became home to Silurians, and 
then humans - and many other races have 
tried to invade! it is destroyed in the year 
5.5/Apple/26, long after all humans have left. 


ТЕШЕ MONSTER PLANS Ë 
22 FOR PLANET EARTH! 


ШІМ" 


The Daleks once 
a tried to hollow 
out Earth's core 
and pop in a 
motor, to make 
a huge spaceship! 


The Slitheen 
wanted to 
start a huge 
war, then sell 
the ruined 
Earth cheap! 


Davros stole 
Earth and 26 . 1 
other planets to ch 
р power a bomb i ο η] 
which could 

destroy reality. 


ы 
The Atraxi 
£ were ready 
do incinerate ς 
Earth to stop 
Prisoner Zero 
from escaping. 


SECRETS 


SPOILERS, SWEETIE! IT'S... 


W RIVER'S DIARY 


EPISODE 


EPT 1695: 


(АХАЛЛЛЛЛКИЛЯЯЛАДАЛА: 


-——A — 


1694: THE CREW OF THE SHIP CHARLES 
II MUTINY AND BECOME PIRATES. 
HENRY AVERY IS ON BOARD. 
———— 


Captain Henry Avery was 
MULLIGAN | = ^ "E°! Pirate in history! 


BOATSWAIN | 
ü 


ROCLAMATIONI 


AVERY AND 


SEPT 1695: RR. ΤῊ 

HIS PIRATES STEAL THE | 
x / 

TREASURE Ta. AVERY - ۲۲ 

Ex Е MER А used the false name 

IN - WITH 

IN THE WORLD 


HE RICHE 


PRICE ON HIS HEAD! 


WOODEN SPIKE 
INSTEAD OF A HAND! 


R 


Ge 
Іт The First Doctor 


„ met Some ΟΕ 

* Avery's crew, who 
ú ۲ 4 
im ere Searching for 
т Nis lost treasure. 


а Benjamin Bridgeman’, 


W ana his crew sometimes 
called him ‘Long Ben’. 


1696: AVERY VANISHES! 


г 


— 
The Siren could pass through 
m onu reflective Surface - ike 
5 Alice through the 
looking glass! 


Home again, 
home again, 
jiggedy jig. 


The only water 
in the forest is 
the river. 


You're the most 
beautiful thing I've 
ever known. 
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Do you know any Time Lords? Are you 


best friends with any monsters? Turna 
rd into a personalised; 


cool Doctor Who ca 
greeting for any occasion. Add your own photos 
to make thém even more special!, 3j š 


Shop at 


Enter the promotion 
code қ é j 
at the checkout stage. . | 5 Ei > ^ Wwhai.do N 
т? 2 З 
birthday? 


Receive your 
total basket price, plus 
free postage and packaging. 


funky, fun and free delivery! 


y Free dey applies t0 UR First C 
(e. Please ote that promo codes ca have 
ος ١ gs, teddy bears and door 
email: customer.service a funkypigeon.com. For full rms anc م‎ 
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DOCTOR JUHO 


ADVENTURES 


Dronebots. 

Like the ones 
that went ouf 
of control on 

Figaro Хи. 


where's the 
fire? | never 
could resist a 
call for help. 


Talking of 
fires, | think 
l've found it. 


Elpha, my 
old friend! And the boys, 
too. Crikey, they've grown 
What have you been 
m feeding them? 


Up to their 
old tricks again. 
Or someone else's. 
Oi, tinny chops, 
what have those 
trees ever done 
to you? 


A harvester gang 
has been destroyed. 
Yet more interference 
from those infernal 
natives. We should 
wipe them out. Wait... 
that face! 


We must 
present when We know more about 
broke free of the Ө him. Dispatch a 


Time Vortex. He legion of Military 
could be a threat Dronebots. Bring the 
to Our plans. humanoid and its 


— aki 


DEEP IN THE 
JUNGLE, THE 


DOCTOR MEETS 
ELPHA'S TRIBE. 


Who's thot, 
then? Elpha’s 


Or Queen. 
With all that fur, | 
it’s impossible 


Greetings, 
Elpha. Is this the 
timeless warrior 
of whom you speak 
so highly? 


It is the 
Mighty Doctor, 
my Queen. He who saved 
my cubs from certain 
death and brought 
us home. 


We are 
honoured. These 

mechanical men are 
destroying our habitat. 
Without the Hoojib 
trees, all life on this 
world will perish. 


Well, we can't 
have you going without 
your greens, can we? 
Time those Dronebots 
got a bit of healthy 
reprogramming. 


Oh, shh, 
you're making me 
blush. lm no mighty 
warrior, but I'm happy 
to help Your Majesty 
in any way | can. 


The fruit of 
the Hoojib contains 
a unique biomineral that 
sustains my people. 
Without it... 


Bol... y 


That is the 7 
hiding place of our L ^ ean 
tormentor, but we NT = 
dare not attack it. Му 
race will defend 
itself, but we are not 
warriors. 


MEANWH| 
SIDE OF 


ON THE OTHER 
IE SPACESHIP... 


You seem to 
be forgetting that 
someone, or 
something, will be 
controlling the 
do is find the robot control system. 

control system and 
shut it down. 


Doctor, 
wait. Look 
in here. 


Luckily, 
۱ brought my 
very own Roman 
enturion. Rory, you 
lead a diversion, 
while we sneak in ЖУ | 
the back way. Ф 3 


a 
What would 
you do if I'd 
spent 2,000 years 
ав an ice-cream | 
salesman? 


SURE ENOUGH, WHEN 
THE TRIO REACH THE 
CONTROL ROOM... 


They are 
entwined with the 
roots of the Hoojib 
tree. The Hoojib has 
magical, \ife-giving 
properties. 


What are 
they? Like 
Dronebots, 
but weird. 


Told you so. 
There’s always a 
bigger bad pulling 
the strings! 


Ah, the mysterious 
troublemaker has 
found his way to Us. 
But all too late. Your 
army will soon be 
defeated. 


Well this bunch 
are most definitely dead. 
Failed experiments in 
grafting living matter to 
metal and plastic. Why 
would anyone 
do that? 


Why you 
little... Our 
Dronebots are 
offline. You will 
pay for this! 


All in good time, 
Some of us Time Lord. We shall 
That is not possible. refuse to go gracefully. meet again, and Гро 
Their fire has long Seems like we have one will understand. We 
been extinguished thing in common, at least. pe таче уои 
from the universe. What have you been doing understand... 
here, Atomon? z 


I know what you 
are, Atomon. You 
fought against my 
people in the Dark 
Times, but they 
defeated you. 


It has gone. 
We are saved! 


A yucky robot 
plant monster with a 
teleport and a bad 
attitude. What was 
he, some old buddy 
of yours, Doctor? 


The Atomon is 
very old, and oh, 
«ο bad. 


ی سس 


WITH ΤΗΕ ATOMON DEFE, Are you OK? We Ñ 


did win, didn't we? We won, but the 


— Elpha's planet is Atomon got away. 
^ 5 ΄ I think this was just 
QUE , - the first battle 
۲ in the Atomon's 
private war... 
against me! 


— 


DON'T MISS ANOTHER NEW ADVE! NEXT TIME! 
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CHRISTMAS: 
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the hotline now on our subscriptions 
0844 815 0017 3 website at 


E. 2 
and quote DWP1211 www.buysubscri; 
| | tines орап Mon to Fri Baim-Bpm and Sat Ham- m and enter code DWP1211 
Ἴ 


9 


SAVE almost 25% 
on the cover price! 
Makes a great e 
Christmas present! 
FREE UK delivery. 
straight to your door! 


Never miss an issue. 
of your favourite 
monster magazine! 


Direct Debit: Pay £49.99 
for 6 months (a saving 
of almost 25%) 


Terms and conditions: This offer is 
available to UK 
for 6 months (24 
subscription price for 
Calls to 0844 815 00 
will cost no more than 5р е. 
from mobiles and other providers may vary. 
This offer closes on 6 January 2012 


Everyone knows that Guy Fawkes tried to burn down the Houses 
of Parliament - we still have fireworks on 5 November every 
year to mark it! But what did the Doctor have to do with the 
Gunpowder Plot? And what were the Sontarans doing there? 


To find out the answers, 

some lucky schoolchildren 

took a very special day out 
back to the year 1605! 


St Georges and Fishergate Schools in York 
were the first to play the new Doctor Who 
Adventure Game, The Gunpowder Plot, 
but they got a lot more than they 
bargained for during the big day! 


SY: )ÓT DD D2222] 


First of all, 

a gunpowder 

plotter burst 

in and read out 

a letter from 
the Doctor! 


Sontar-ha! 


You must 
listen very carefully 
to everything that is 

said to you! 


more about their mission, they 
encountered a real-life Sontaran 
ш and a Silent! Yikes! 


e 
They were really 
quite friendly! 


But would she 
remember? 


Doctor! - 


Everyone helped to‏ رر 
defeat the monsters.‏ 
Now, hands up who‏ 
had a great day!‏ 
— 
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SISTER AC } NEW! 
۱ Le weve 
sister looks like 
this, then she 
{ee 3 
iS She a Silurian? When | ask Е ἵ d 
her, she ignores me. IS it true? 
Misty Laurie Frampton | 
pe ТЕ | | OVARIAN TELLS IT LIKE 


© DEAR MADAME KOVARIAN, 


ou do my maths homework? 


prad Hemingway 


Dear Doctor, 

My sister is rather Scatty 
and she always wants to go 
underground. 15 this normal or 


ish than that 
ор! So, the 


Tick who you 


r Doctor () Dear Kovarian 20%: 


DON'T FORGET 


YOUR PHOTO! 


Email dwa@bbc.com or 


fill in the doctor's note 
and send it to: 


Doctor Who Adventures, 
Media Centre, 

201 Wood Lane, 

London W12 7TQ. 

The weirder, the better! 
And don't forget to send 
a pic of yourself! 


с SOLVING? THE DOCTOR! 


ear Doctor, DEAR DOCTOR, 


; © 2 : ۱ My cheese jumped out 
Who did 6 ТАРО! ۱ Help! Μι x 1 
Anat you stole belong 85 . | of the fridge and p а abe 
wtherS ! 4 - to kill me. What should | do? 
J o Carr ! ; Р Please save me from the cheese! 


John ford а 


THE DOCTOR 
REPLIES: 
1 only borrowed the 


TARDIS! I'm sure I've mentioned $E 
this loads of times already. Ë 
Why does no-one ever 
believe me? | really, truly 
and honestly am planning 
on dropping her back - ast 
some point - as and when 
this particular reality aligns 
with one where Gallifrey 
hasn't gone all billy-bonkers. 
Which may never happen. 
Or already has happened, 


THE DOCTOR REPLIES: 
Are we talking bog- 
standard Cheddar, 


or something posh and smelly? 
It's probably been taken over by 
sentient mould. First, you'll need 


depending on which 

` universe you're reading to protect yourself. Grab some 
this in. My old TARDIS had cream crackers, some pickle and 
been put out to pasture a tin of pineapple chunks. That 


should be enough to show the 
cheese you mean business. I'll divert 
a hyperspace wormhole to your 
kitchen and send the cheesey chap 
back to where it belongs. Remember 
to check the use-by date next time! 


anyway, 50 she didn't 
really belong to anyone. 
Besides, it turns out 
she stole me - so there! 


ALEX LAWRENCE 
fee HARRY KALEKE 


‘ 
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š 
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ІМін 


RYAN MAY-MILLER 


WANTED ع‎ OR: 
Collaborating with the 
movement known as 

the Silence and Academy 
of the Question, 


APPEARANCE: 

Like a Viking from Space. 
This patchy grump has ап 
extraordinarily big face with 
big lips, big nose, big teeth 
and a rather huge chin, He 
also has two very pretty 
blond plaits, Awww! 


Eye Drive and huge facial 
features (as above), 
Plays chess, 


‚ 003 
ری‎ ске: Sience 


ШУ CRIME SCENE 
E ITEM No: 002 σ 
venth Transept 


, Y1 1 -----'' 
bx 


NOTABLE ع‎ ERTURES: 


KNO! 
Yo! FOE! 


RCCOMPLICES. 


Known alliances with Father 
Gideon Vandaleur (deceased) 
and Madame Kovarian 
(deceased?) and the Species 
known as the Silence, 


ADDITIONAL INFO: 


his criminal’s whereabouts 


skulls in the Seventh Transept. 


JUDOON JUDGEMENT. 
For aiding the Silence there 
can be only one judgement, 
It seems that justice has 
already been done. It is a pity 
the Judoon Were not the ones 
to dispense it! 


CRIME SCENE 
ITEM No: 004 
Live Chess Show 
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These cheeky y chubsters were 
born from the fat of humans, 
all part of a plan by the Adiposian 
First Family to create a 
new generation. But it was 
illegal, so the Doctor 


00101 " = i stopped them! 


ADVENTURES 


ΓΙ ΜΥ φομ ῥα 8 а pum سر‎ 


ADVENTURES 
CONTACT US! 
Write to: Doctor Who Adventures, 


Immediate Media Company 
London Limited, Media Centre, 


a 
201 Wood Lane, London Wi2 770 
Email us at: dM] H’. cum 
Don't forget to include your name, 
age, address and daytime telephone . 
number! When you write to us, always ۰ š 
. o 5 


send everything in a sealed envelope. 
Want to subscribe? 
Enquiry number - 0844 844 0260 
Order number - 0844 815 0017 
Full UK annual subscription - £127.50 


all other enquiries 


nM RND THE DOCTOR Wi 
IKE TO INVITE TO CHRIS 


itor NRTRLIE BRRNES 
Jorium - ta tell us stories by the fire! 


) Ë ` ШАШ ТТЕ 
Jeputy Editor PRUL LANG ë μες жа 
ovarian - she's greatly misunderstood “Ñ "Т 1 ч Y 
?roduction Editor LIZA MILLETT 8 у - f Ë 
Runtie and Uncle - 4 , 4 4 = 
for after-dinner cabaret! \ í 4 EN. 
E | Pe 
* t Na βίᾳ) 


Senior Art Editor NIKKI 5 
Captain Jack - so he could give 
me a kiss under the mistletoe! 

pputy Art Editor LEE MIDWINTER 

The Siren - because | love her! 


yd of Licensing and Syndication JOANNA MARSHALL 
ulation Director CHRIS 6R0SBV 
inance 0 KEVIN LANGFORD 


aac w Magazines Unit: Nicholas Brett 
(Managing Director): James Hewes (Publishing 
Director): Jenny Potter (Editorial Director): Eva 
Tbramik (Unit Coordinator) magazines шпі ус сот 
itorial Advisors: DAMIAN KAVANAGH (Controller, CBBC); 
SILUAN SCOTHERN (Executive Editor BBC Children's): А 
ANNA MCCLEERV (Editor, Switch); TIM HOLMES (Course. 
Director, Magazine Journalism, Cardiff University): 
CLAUDE GAUCI (Associate Head, Servite School); BECCA 
CONNDC (Participation Producer, Southbank Centre) 


antributors: CHRISTOPHER COOPER, NEIL CORAY. 


۱ 


5 ١ WE СА = 
SEASONS #4 NT 1 
L^ DELETINGS © 7 WAIT FOR πι 


sc co21407 | 


The licence to publish this magazine was acquired from BBC Worldwide by Immediate Media Company 
on 1 November 2011. We remain committed to making a magazine of the highest editorial quality, 
one that complies with BBC editorial and commercial guidelines and connects with BBC programmes. 


EXPERIENCE 


Ж 
LE к 

| йу 

4 е 


CAN YOU FLY THE TARDIS? 
"THE HOTTEST TICKET IN THE UNIVERSE 


DoctorWhoExperience.com 1 
KENSINGTON OLYMPIA TWO, LONDON 0844 209 7354 паз 


۷4 


